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Town of Arlington, Massachusetts 

730 Massachusetts Ave., Arlington, MA 02476 
Phone:781-316-3000 

webmaster@town.arlington.ma. us 

Redevelopment Board Agenda 05/19/2008 

AGENDA 


Meeting of Monday, 
May 19, 2008 


7:00PM Arlington Redevelopment Board to convene in the Robbins Memorial 

Town Hall Annex, second floor conference room to hold as public hearing 
on the request of T-Mobile to locate a wireless communication facility on 
one of the residential buildings at the former Symmes Hospital site. 

NOTE: The Redevelopment Board will have only three members in attendance at 

this meeting. Because four members are needed to grant a special permit, 
the hearing will be continued to 8:00 PM on June 2, 2008. The permit 
requested would allow the T-Mobile communications antenna which was 
located on the hospital building and is now located on the temporary 
tower on the site to be installed as planned within the roof of Building 3. 

7:05PM Board to recess to move to the Selectmen’s Chambers in Town Hall for a 

discussion with the selectmen about subdivision control and about the use 
of the medical office building site in the Symmes Project. 

8:00PM Board to recess to attend the seventh session of the Annual Town Meeting. 

11:00PM Board to recess until 8:00 PM Wednesday, May 21, 2008 to attend the 
eighth session of the Annual Town Meeting. 


Wednesday, May 21, 2008 


8:00PM Arlington Redevelopment Board to reconvene in the Robbins Memorial Town 
Auditorium to attend the eighth session of the Annual Town Meeting. 

11:00PM Board will adjourn to Monday, May 21, 2008 at 8:00PM. 
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